ST.  LUCIEN'S  CATHOLIC  CHURCH 
Spruce  Pine,  North  Carolina 
Located  on  N.C.  226  four  miles  North  at  the 
Blue  Ridge  Parkway.  Built  in  1939  on  land  do- 
nated by  Ella  Clapp  Thompson  in  memory  of 
her  brother,  Furman  F.  Clapp. 

Photographed  in  Natural  Color  by  Art  Simmons 
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